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WASHINGTON. D.C. 20576 


JN REP1.V REFER TO! 

NCPC File No. 0885 


AUG 1 0 1971 


Mr. H. F. Offenbacher 

Director, Design and Construction Division 
General Services Administration 
Washington, D. C. 20405 

Dear Hr. Offenbacher; 

The National Capital Planning Commission, at its meeting on 
August 5, 1971, approved the preliminary site and building 
plans for the motor pool garage at the Central Intelligence 
Agency Headquarters, Langley, Virginia, as shown on NCPC 
Map File No. 2201.15 (38.00)-26323 , sheets 1 and_2, with 
the request that a landscape plan be submitted with the 
final site and building plans, 

The Commission also requested that the Central Intelligence 
Agency (1) complete a preliminary master plan for the Langley 
site and submit it for Commission review in conjunction 
with the final plans for the garage or prior thereto and 
(2) confer with the National Park Service on the continued 
use of Central Intelligence Agency buses on the George 
Washington Memorial Parkway prior to the submission of final 
site and building plans for the garage. 

A copy of the report of the Commission* s Federal Planning 
and Projects Committee, as approved by the Commission, is 
enclosed for your information. 



Charles H. Conrad 
Executive Director 


Enclosure 
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